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HOISTING MACHINERY.
Such cranes are operated by hand, or by the cotton rope, and latterly by the electric motor. These have long been favourites, but it is doubtful if they will not be displaced in a few years by the overhead travellers. They are used chiefly to pass down aisles of machines, where a traveller is not easily employed.